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Lincoln are Feb. 
Welding, oxy-acetylene pipe. .Mar. 
Welding papers competitions, arc 


Mar. 
Westinghouse, 43 per cent increased 
business for 


ept. 
Wire mill, power application in 
new June 
What every plant should have. July 
What? No coal! Paper engineers 
ponder ay 
When father was air minded..Apr. 
World turned upside down....Dec. 
Worthington Engineering and Sales 
at Holyoke, Neill eer a 
head of Oct 
Wrench set and cabinet 
Wrenches, heavy duty Fe 
Write an article for gf EE Plant 
Engineering, how to Feb. 
bla special training in — 
ec. 


wwtee®, Cc. W. 
Mar., 186; May, 308; July, 441; 
Aug., 501; Oct., 625; Nov., a: 


Peters, H. ...... 
Peterson, E. L. .... 
Power, R. Burton. 


_ Probst, G. R. 


Pulverizer Pete 


Roberts, E. A 
Rogar, R. “Sepaneaitegen 
Ropes, L. G 


Roulton, J. A. ee is 
Rutledge, Fred S..........--- Mar. 


Scales, Victor x, 
Schaphorst, W. 
Apr., 246; May, 309; June, 3763 
July, 435; Nov., 4 Dec 
Scheer, H. G 


BA Lente Mcrae dent. 
Slattman, George W. 
—— R. W. 


Street, Thomas M. 
Stephens, 6 ae 
Sterrett, mon 

Fe b., 


“) See rree re er eres Say 
Stowe, Loyd R. 
Suchy, George 


Taylor, Donald M. 
Tenney, E. H. 


ae: J.E 
Topolosky, John T. 


Van Berckel, Dr. F. W., Jr.. 
Vincent, E. T 


Warner, W. 
Mar., sg; Ar- 249-251; May, 
312; July, 4 41 Aug. 
Webb, "Wen fat ape aeee eer July 
Welbon, Hugh H. 
withe Ww Fred J. 


Ww 
WwW. 
wi 
wi 








